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A feeding tank, which may be raised or lowered by means of a
small crank so as to raise the head was made under direction of
Mr. J. 0. Meadows, sanitary engineer of the Provincial Board of
Health.

Other devices for keeping constant levels for feeding are more
applicable to smaller cities.

At Brainard, Ind., the storage tank for the clear bleach solu-
tion consists of an hermetically closed barrel, with an ever open
outlet pipe into the small feed, or orifice tank. Another pipe,
from the air space at the top of the closed storage barrel, leads
to the top space in the open feed tank below; this pipe becomes
sealed up with the liquor in the feeding tank, rising to it, and as
no air can get into the storage barrel, its discharge into the feed
barrel is temporarily stopped.

In such a manner, feed regulation is successfully managed at
Strathcona, Alberta (population 5,000), with the "portable"
sterilization emergency plants, constructed by the Minnesota
State Board of Health for prompt shipment to any communities
in trouble.

Other states have followed this example, as the Kansas State
Board of Health.

Quick and effective mixing is obtained in different manners
by baffling or stirring devices. Though the germicide action of
the hypochlorite is very rapid, a minimum contact of one hour
is generally allowed, and considered more than ample, before
the treated water reaches the consumer at the tap.177

Swimming Pools and Public Bath Houses.

An "intermittent sterilization" of the water used in public
bath houses and swimming pools has come into favor during the
past two years.113-120

In most cases the pools are being dosed daily in the proportion
of one pound to one and a half pounds bleach per 100,000 gallons;
the treated water can be used several days longer without drain-
ing and cleaning the tank, and a saving (in one case stated at
$9.70 per week), naturally ensues.116

Accumulating data have forced the sanitarian to look upon
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